Suitability Indices for 
Fish Density 


- |. As function of annual hydroperiod 
(total number of days inundated) 
applied to Remnant Everglades 


- Il. As function of years since last drawdown 
applied to Ridge and Slough Landscape 


- Geometric mean of function | and II 


Suitability Index 


Fish Density | 
Applies to Remnant Everglades 


Y=-0.663+0.0109X-0.00001789X° 
or 


Y= 1,6275(-0. 40793440. 007607X-0.00001 1X’) 
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Suitability Index 
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Fish Density Il 
Applies only to Ridge and Slough Landscape 
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Years Since Last Drawdown to "DRY" Conditions ~ yrs 





OK 3/16/01 


Indicator Regions and SFWMM grid cells 
Applicable for Fish Suitability 





